Citation No.   987858,  October 20,   1981,   30 CFR 75.523-1,   states
as   follows:

The Wilcox roof bolting machine in 001 working
section was not provided with a deenergization
device.

Citation No.   987859,  October 20,   1981,   30 CFR 75.326,   states as
follows:

The main  intake and  the conveyor coal haulage
belt was not separated,   in  that  rock had  fallen and
crushed out a portion of  the  5th stopping inby   the
Intake portal.

Citation No.   988361,  October 21,   1981,   30 CFR 75.316,   states as

follows:

The operator's ventilation methane and dust  control
plan requiring at least 20 water  sprays  to be operative
on  the Wilcox continuous mining machine was  not
being  followed In. that none of the water sprays
were operating.

Citation No.   988364, October 21,   1981,   30 CFR 75.1103,   states as
follows:

The sensor cable to  the automatic  fire earning
devices on  the No.   1 main belt conveyor was not
maintained in that  the sensor cable was broken
in  to  and laying on  the mine floor.

Citation No.   988365, October 23,   1981,   30 CFR 75.1725,   states as
follows:

There were 14 bottom belt  conveyor rollers  stuck
on  the No.   1 Mine belt conveyor.

Citation No.   988367, October 26,   1981,   30 CPR 75.316,   states as
follows:

The operator's ventilation methane and dust  control
plan requiring permanent  stoppings up  to and in-
cluding the  third open cross cut  outby  the   face
area was not being followed,  in  that permanent
stoppings had not been installed in the  third
open cross cut outby  the  face area in first
right 001 section.
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